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	1. Chapter 1

Chapter 1

"Zippleback! Monstrous nightmare! Timberjack! Skrill!" Hiccup called. He stood on the cliffs near Dragon Edge and was watching the Night Terrors take the form of multiple dragons. Toothless lay behind him resting.

"Night fury!" Hiccup shouted. The Night Terrors took the shape of a Night Fury. "Screeeeeeeeeee!" Hiccup and Toothless jumped. A black figure shot through the Night Terrors scattering them. It shot over their heads. "Was that a Night Fury? No it can't be, come on bud follow that dragon" Hiccup said hopping on Toothless.

{You don't have to tell me twice} thought Toothless. While leaping into the air. (Authors Note: just to tell you dragons communicate telepathically) Toothless shot of in the direction of what could be a Night Fury. Hiccup looked over the side of Toothless trying to find the dragon. While Toothless surveyed the sky.

"Down there!" Hiccup shouted pointing to a line of bent and broken trees.

Toothless descended down and followed the line of broken trees. It led to a clearing. Toothless landed and looked around while Hiccup hopped off him. He saw the dragon on the ground. Toothless ran up to it. The dragon jumped as it heard Toothless coming. It took a battle position. As soon as it did you could easily tell it was a Night Fury. Hiccup ran up to Toothless.

"Back Off" the Night Fury said in human language. You could tell it was a female because of its voice. Hiccup and Toothless gaped in surprised.

"Did you just speak!?" Hiccup asked.

"Of course I spoke, and it'll be the last thing you'll hear if you don't back off," the female Night Fury growled.

"Easy there we're not going to hurt you," Hiccup said calmly.

"Oh yeah right, nice try dragon trapper and how could a Night Fury be working for a trapper," the female Night Fury growled in disgust.

"Dragon trapper! What makes you think we're dragon trappers?" Hiccup replied shocked.

"Wait you're not? No it's a trick who else controls dragons to capture dragons," she grumbled.

"Control, I don't control Toothless. We're friends right bud," Hiccup said turning to Toothless.

Toothless nodded. {We're great friends just like all the other Vikings and dragons here and the ones back on berk and we are not trappers} Toothless said telepathically.

"Your dragon friend says you are not a trapper and all of your tribe love dragons. Is this true?" she asked.

"Yes!" Hiccup practically shouted. She calmed down and took a relaxed position.

"All right, I believe you," she said.

"Let me have a look at that wing," Hiccup said as he noticed the giant scratch running across her wing. He approached her wing, she instantly shot a look at Hiccup and growled. "Easy I'm just going to check your wing," Hiccup said calmly. She relaxed, he picked up her wing and looked at the wound. She squinted in pain. "Okay, I know just what to do but it might hurt a little," he said. While taking a little bottle, he poured some green liquid into his hand, and started to rub it on her wound.

"Arghhhh!" she screamed in pain. {What is he doing to my wing?} she asked

Toothless {He's applying a special healing liquid but don't worry}.

"There, it will be better in a week," Hiccup said.

"A week! how am I going to survive while it heals!" she said.

"You can always come and stay with us while it heals," Hiccup offered.

* * *

><p><strong>(Hi. This is . Its my first fanfic. Please rate and fav)<strong>


	2. Chapter 2

"How do I know I can trust you? I don't even know who you are," she said.

"Oh we forgot to introduce ourselves. I'm Hiccup and this is my bud Toothless, and you are?"

"I'm Sapphire. I thought I was the last Night Fury, but I was clearly wrong".

"So are you going to come with us?" Hiccup asked.

"What proof do I have that you're not going to hurt me?" Sapphire asked.

"We haven't hurt you yet have we?" Hiccup replied.

"Okay I'll come with you, but if you try anything I will attack".

"Okay," Hiccup said.

"But how will you even transport me?" asked Sapphire.

"We could walk," Hiccup suggested.

{WALK!} thought Toothless.

"WALK!" Sapphire screamed. "No way!"

"Well do you have a better idea?" Hiccup asked.

"Yes I do in fact".

"What is it?" Hiccup asked.

"I'll fly with my unbroken wing, while Toothless flies next to me and supports my broken wing," Sapphire said pretty happy with herself.

"It might actually work, but wait how am I going to get back? Surely I can't ride him while he helps you?" Hiccup asked.

"Oh Toothless can just carry you in his claws," Sapphire said.

"Oh great! The bad thing is, there is no other way except walking, and I'm not doing that!" Hiccup said annoyed.

Sapphire spread out her wings. Toothless went under her left wing to support her. Toothless grabbed Hiccup in his claws as they took off into the sky. It wasn't the most comfortable for the three of them.

"Hey Toothless ease up on the claws, its digging into my back," Hiccup complained.

"Oh stop your whining," Sapphire said.

"Well its digging into my back!" Hiccup said.

"Oh don't be a baby," Sapphire said.

"Oh be quiet," Hiccup said.

"How dare you, I could take you down in 5 seconds flat, and you talk to much" Sapphire almost shouted.

"You talk too much, in fact you shouldn't talk at all! When we get back I'm going to learn how you talk and I'm going to find a way to stop it!" shouted Hiccup.

Toothless had had enough. He fired a plasma shot. It went bang, stopping the argument. They fell silent and looked straight ahead. They landed at the front of the club house. Toothless put Hiccup down. Astrid, Fishlegs, Snotlout, Tuffnut, and Ruffnut came running out of the club house. They all stopped and looked in surprise at the other Night Fury.

Sapphire growled.

"Easy they're our friends," Hiccup said to Sapphire.

"Is that a Night Fury?" asked Astrid.

"Yes I am," said Sapphire.

Their mouths gaped open.

* * *

><p><strong>(Hello I say thanks to you all for reading my story sorry about the errors I'll try to get rid of them and I'm going to try to get a chapter up every week)<strong>


	3. Chapter 3

"Wooooooooooooow," Tuffnut and Ruffnut said as they gaped.

"Oh come, one Night Fury was enough," Snotlout said as he walked off.

"Wow another Night Fury and it talks," Astrid said amazed.

"Yes I do," said Sapphire.

"Hey bud, take Sapphire back to the cabin. I'm working on something and I think you'll like it," Hiccup told Toothless.

{What could he be making?} Toothless thought.

Toothless started to lead Sapphire to the cabin. It was Toothless' first chance to have a proper look at her. {She's kind of pretty} Toothless thought. He shook his head. {So} he said telepathically, not knowing what to say.

{So} Sapphire said.

{So how long has it been since you saw another Night Fury?} Toothless asked.

{A long time. I thought I was the last Night Fury} Sapphire replied.

{I was wondering how do you speak in the human language?} asked Toothless.

{Oh I just learnt it from listening to the trappers before I escaped,} Sapphire said.

{What do you mean escaped?} asked Toothless very surprised.

{It's a long story I'll tell you and Hiccup later,} she said as they arrived at Hiccups hut. It was one floor with only a table, a bed, and a slab for Toothless to sleep on. They both turned round as Hiccup entered the Hut.

"Hey," Hiccup said as he sat at the table and took out his little book. He started to write about how they found another Night Fury, then he paused and looked at Sapphire. "How did you get that injured wing?" Hiccup asked Sapphire.

"Well, it's a long story and it all began about one year ago. I was going for a flight over the ocean when a net shot up and got me. I started to fall. I hit a hard wood floor on a boat and men swarmed around me. They jumped on me securing me with chains and they took me below deck. Before I was taken below I saw this red fiery snake like dragon hovering next to the boat. They chucked me in a cell and I heard one of them say a Night Fury, what a great catch. They only gave me a few fish a day, only enough to keep me alive. After months of listening to them I learnt how to speak the human language. One day I managed to shake of my nuzzle. I blasted the bars of my cell and shot out. I jumped into the sky. Arrows started to fire at me and that fiery snake dragon chased after me. I ducked and dodged and weaved trying to lose him. It started to become night and I used it to my advantage. I shot up into dark clouds. The dragon followed me. It got so close that it tried to bite onto my wing. It just missed giving me a big cut. It hurt like mad but I pushed on. I shot into the clouds and being a Night Fury meant that he couldn't see me. I flew away and he didn't notice, and that's when I crashed onto this island".

* * *

><p><strong>(Hey so here's another chapter. If you enjoy this story please fav follow and review. It means a lot when you review the story. So until the next chapter bye!)<strong>


	4. Chapter 4

The next morning Toothless introduced Sapphire to the rest of the dragons. Meatlug just said {Hi}, Barth and Belch tried to scare her, Hookfang tried to flirt with her, stopped by Toothless of course, and Stormfly was just happy to have another girl dragon around other than Meatlug.

Sapphire and Stormfly walked off talking girl talk.

{Well looks like the Night Fury has found a mate} said HookFang annoyingly.

Toothless growled loudly {she is not my mate}.

{Yeah whatever} said HookFang. Toothless was getting really annoyed.

Sapphire and Stormfly returned to the group. {Why don't we go have a beach day} suggested Stormfly. All the dragons looked at her with surprised faces.

{But isn't that something humans do} said Meatlug.

{Well yes, but it'll be fun} said Stormfly.

{I don't know. Oh okay lets go} said Toothless.

The gang took off. Hookfang and Toothless carried Sapphire on their wings. As Hookfang, Toothless, and Sapphire, arrived at the beach everybody was already doing their own things. Stormfly was just relaxing in the water, Meatlug was sitting in rock pools eating well rocks, and Barth and Belch where teasing crabs.

Hookfang ran up to a nice sunny rock and laid down, Sapphire sat at the edge of water, and Toothless took off fishing. Sapphire watched as Toothless dived and turned, weaved pulling out piles of fish each bigger than the last.

{Wow he's awesome and kind of handsome} Sapphire shook her head and just thought about something else. Toothless shot out of the water with a big pile of fish in his mouth. He flew toward Sapphire and dropped it in front of her. {Thank you Toothless} said Sapphire as she started to eat.

Toothless shot back out to sea and continued to hunt fish. As Sapphire ate the fish she thought {Well toothless was really kind to give these fish to me, I was starving}. She ate a little bit more but she was full. She laid down on the nice hot sand while Hookfang and Toothless had a fishing contest.

{So what do you think of him?} Stormfly asked Sapphire.

Sapphire jumped as hadn't heard her approach. {What do you mean what do you think of him?} asked Sapphire.

{Toothless! What do you think of Toothless?} asked Stormfly.

{I don't know, he's okay} replied Sapphire.

{Oh come on what kind of answer is that!} said Stormfly.

{Well okay I like him a little but nothing really}.

{Okay if you say so} said Stormfly as she walked off.

They stayed there all day fishing, hunting, bathing, and relaxing. But it was getting late, so they all started to finish up and came back to where they had landed that morning on the beach. They talked about what they had done today. They were all tired so they decided to walk back. They started to walk off the beach and into the forest. Sapphire was the last to come, but just before she entered the forest she heard a faint growl out at sea. There it was again, she had heard that growl before, she recognised that growl but she wished she didn't, because she never wanted to hear it again.

* * *

><p><strong>Hey guys it again. And here is chapeter 4. There will be 2 more chapters so I hope you enjoy. And please fav follow and review BYE!<strong>


	5. Chapter 5

Sapphire could see a tiny red dot on the horizon and it was getting closer. Sapphire ran as fast as she could into the forest. She ran past the other dragons shouting "RUN!"

They didn't know what had gotten into her, then they heard it. A loud growl, a really loud growl. They looked and saw a snake like dragon, flames all over its body. It was the size of screaming death, it looked like a whispering death. It was covered in flames, like the monstrous nightmare, and it was sitting on the beach. They ran after Sapphire, they ran and ran and ran. Eventually they caught up with Sapphire. They ran through Dragons Edge and stopped in front of their respective riders doors. They growled and growled like who knows what. Hiccup, Astrid, Snotlout and the twins opened their doors and looked at their dragons.

"What's wrong bud?" Hiccup asked Toothless. There was a deafening growl above their heads. They looked up and saw the creature circling above their heads

"Fiery Death"

"What did you say?" asked Sapphire

"Fiery Death, that's what I'm going to call it," Hiccup replied. "Is that the creature that gave you that wound on your wing?" asked Hiccup.

"Sadly it is," said Sapphire. Sapphire felt angry, annoyed, but most of all scared, she hated that creature and the men that captured her.

Hiccup hopped on Toothless, all the other riders were already fighting the beast. "Sapphire stay here" Hiccup said as he and Toothless took off shooting plasma balls at the beast.

"Okay everyone just keep shooting it, try and distract it as much as you can, cause I have a plan" Hiccup said.

Everyone nodded and continued shooting. Hiccup pulled a lever on Toothless' prosthetic putting it into auto, so Toothless could fly on his own.

"Put me down there bud," Hiccup said to Toothless, pointing at the little blacksmith hut that Hiccup had made. Toothless landed and Hiccup jumped off. "Go help them Toothless," Hiccup said to him.

Toothless took off and continued shooting at the Fiery Death. Hiccup ran into the hut trying to find what he wanted. Sapphire had had enough, she started to shoot the beast with all her might. The Fiery Death turned to her and charged up an acid shot. Toothless saw this, he quickly shot a plasma ball at the dragons head. It went in the beast's ear, hitting its brain and killing it instantly but it was too late. An acid ball shot out of the beasts mouth, and straight towards Sapphire. Normally acid wouldn't hurt a Night Fury because they have acid proof scales, but her cut was wide open. If the acid got inside, it would burn her from the inside out. Toothless knew what to do, he flew as fast as he could towards her. He made a protective shield around her with his wings, just as the acid hit. But was he too late?

* * *

><p><strong>DUN DUN DA! H<strong>**ey guys so here is the second to last** **chapter.**** I hope you enjoy it. Now once this story is finished I will make a sequel if you guys want one. And I'm also going to post the first chapter of Dragons To The Future soon. And there may be a one shot coming soon called How To Be Human. But as always till the next chapter Bye**


	6. Chapter 6

Hiccup ran out of the blacksmith hut trying to find the cause of the terrible noise. He went stiff as he saw Sapphire lying on the ground under Toothless' wings. Toothless lifted his wings and Sapphire slowly stood up. She looked at Toothless, "Thank you Toothless you saved my li-" she collapsed onto the ground.

{Sapphire!} Toothless roared.

Hiccup ran to Sapphire and knelt down. "Guys help lift her back to Berk," Hiccup shouted. That was the last thing Sapphire heard before everything went black.

She blinked as her eyes adjusted to the light. She looked down, she was lying on a warm fur blanket. She was in a little wood hut, she assumed it was Hiccups.

{Sapphire your alive!}. Sapphire turned her head to see Toothless standing at the door. {You have no idea how worried I've been} he said running up to her. He had a big relieved smile on his face.

"Thank you Toothless. You saved my life. Is there anything I can do to repay you?" Sapphire asked.

{You don't need to repay me at all but there is one thing I would like you to teach me} Toothless said.

Hiccup and Astrid where wandering through the village. They hadn't returned to Dragons Edge yet. They were all worried about Sapphire.

"You know she'll be alright" Astrid said to Hiccup,

"I know she will, I just hate seeing Toothless so upset," Hiccup said with a sad expression on his face.

They continued to walk. They passed the blacksmith hut. Gobber was partying because he had found the formula for Gronkle Iron. He was pretty much the only one happy, he was practically spewing out Gronkle Iron daggers and swords and maces, he even made a few catapults.

Hiccup and Astrid were about to enter Hiccup's house when Toothless and Sapphire came running out of the house. "Hey bud," Hiccup said rubbing Toothless' head.

"Oh Sapphire good to see you're okay!" Hiccup said as he turned his head toward Sapphire.

"Hiccup, Toothless has something to show you," Sapphire said.

Hiccup turned towards Toothless, "what do you want to show me bud?"

Toothless took a deep breath and said "Hiccup".

* * *

><p><strong>Hey Guys. <strong>

** here's the last chapter of Double The Fury. Sad face :(. But don't fear cause I have just started a new fan fiction story. Its called**

**Dragons To The Future. You can go right now and start reading it. By entering this link into you browser "**** s/11435913/1/Dragons-To-the-Future" Or clicking on my profile and clicking on Dragons To The Future. See you in Dragons To The Future. And for the last time in this story. Bye**


End file.
